Dr. Fisk Holbrook Day House 
Wauwatosa, Wisconsin 

Looking North 

Photo: Dr. Donald Mikulic, 1996 
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Dr. Fisk Holbrook Day House 
Wauwatosa, Wisconsin 

View into parlor room 
Photo: Dr. Donald Mikulic 
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